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BILL NO. S-97-10 - = J 
SPECIAL ORDINANCE NO. S-_Z 2 oa 
AN ORDINANCE approving the awarding of L.T.B. #7510- 
REHABILITATION OF SEWER REGULATORS by 
the City of Fort Wayne, Indiana, by and through its 
Department of Purchasing and WATERWARE 


CORPORATION for the Water Pollution Contron 
Engineering Department. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA; 


SECTION 1. That LTB. #7510-REHABILITATION OF SEWER 
REGULATORS between the City of Fort Wayne, by and through its Department of 
Purchasing and WATERWARE CORPORATION (single source vendor) for the 
Water Pollution Contron Engineering Department, respectfully for: 


rehabilitation of six (6) combined sewer regulators 
and the purchase of one (1) additional regulator; 


involving a total cost of ONE HUNDRED FORTY-FOUR THOUSAND ONE 
HUNDRED FIFTY-ONE AND NO/100 DOLLARS - ($144,151.00), all as more 
particularly set forth in said 1.T.B. #7510-REHABILITATION OF SEWER 


REGULATORS, which is on file in the Office of the Department of Purchasing, and is by 
reference incorporated herein, made a part hereof, and is hereby in all things ratified, confirmed 


and approved. 


SECTION 2. That this Ordinance shall be in full force and effect from and after its 


passage and any and all necessary ba ces by the Mayor. 
U x 
L SD R C 


Council Member 


APPROVED AS TO FORM AND LEGALITY 


Veer eo 
J. Timothy io Attorney Ò 


DIGEST SHEET 
SINGLE SOURCE VENDOR 


YEAR TO DATE EXPENDITURES: $185,421.86 
(including this order) 


1996 PURCHASES: $0.00 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving the award of Ref. 
No. 7510 for the rehabilitation of six (6) combined sewer 
regulaters and the purchase of one (1) additional for the Water 
Pollution Control Engineering Department. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


This contract is to rehabilitate six (6) combined sewer regulators 
and purchase one (1) additional for training purposes, These 
regulators were manufactured under the name Brown & Brown. 
Waterware is the successor company to Brown & Brown and is the only 
source for purchase, rehabilitation, distribution, and training of 
these regulators. Regulators to be rehabilitated are identified as 
J03=267,; KO Zer, KOE LHOG=438;,  MI0=130; and BOG 
Regulator N06-007 will be provided for training and installed in 
the future. 


EFFECT OF PASSAGE: 


Waterware will remove, rehabilitate, and reinstall these 
regulators. Rehabilitation includes cleaning, replacing and 
upgrading parts, adjusting mechanical parts, and balancing and 
testing. 


IF REPLACEMENT, WHAT NECESSITATES: 
EFFECT OF NON-PASSAGE: 


Regulators serve two (2) purposes. ELESE regulators control the 
amount of combined sewer flow from sub-basins into the interceptor 
sewers. The Administrative Order from the EPA requires the City to 
keep the sewer system in proper operating condition. Failure to 
complete this upgrade would be a violation of our commitment 
included in the Combined Sewer System Operation Plan. Second, the 
regulators keep river water from entering the system during periods 
of high tiver flows and consuming needed capacity whiles 
contributing to basement backups. 


MONIES INVOLVED: 


PRICE AGREEMENT: 


SOURCE OF FUNDING: 


PRIOR APPROVAL: 
(IF APPLICABLE) 


Waterware 


WPC Engineering 


SLAA, 13100 
PURCHASE ORDER: YES 
Sl4=53S—-S:L0 TAS LA 


DATE 


The City of Fort Wayne 


City Utilities 


MEMORANDUM 
TO: Common Council Members 
FROM: Mark R. Essex, CSO Program Manager, WPC Engineering 
SUBJECT: Rehabilitation of Combined Sewer Regulators: J03-267 K06-285; K07-171; L06-438; 
M10-150; and P06-119. Purchase of Regulator N06-007. 
DATE: October 15, 1997 
AMOUNT: $144,151 


Regulators serve two purposes. First regulators control the amount of combined sewer flow from sub- 
basins into the interceptor sewers. The Administrative Order from the EPA requires the City to keep the 
sewer system in proper operating condition. Failure to complete this upgrade would be a violation of our 
commitment included in the Combined Sewer System Operational Plan. Second, the regulators keep river 
water from entering the system during periods of high river flows and consuming needed capacity while 
contributing to basement backups. 


This contract is to rehabilitate six combined sewer regulators and purchase one additional to be used for 
training. These regulators were manufactured under the name Brown & Brown. Waterware is the 
successor company to Brown & Brown and is the only source for purchase, rehabilitation, distribution, and 
training of these regulators. 


This project was budgeted for and is funded through sewer utility revenue. 


One Main Street Fort Wayne, Indiana 46802-1804 
An Equal Opportunity Employer 


Read the first time in full and on motion by fe) ; 


and duly adgpted, read the second time by title and referred to the Committee on 
, (and the City Plan Commission for recommendation) 
and Public Hearing to be held ue legal notic&mat the Common Council Conference 


Room 128, City-County Bui}ding, Fort ne, A 
the f 
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ON CHGC Kaige aoe ES —— 7 - 
Ca 1 Jereba 
SANDRA E f 


DATED: “<P A SZ 
ENNEDY, CY CLER 
(2 iy peg $ 


Read the third time in full amd on motion by 
and ‘duly adopted, placed on its passage. PASSED 
by the following vote: 


Ry 


Za 2 


AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES G 
BENDER a 
CRAWFORD Zan 
EDMONDS eee 
HALL af 
HAYHURST zi 
HENRY < 
LUNSEY TAR 
RAVINE a 
DATED: — ~~ A enk Denen 
SANDRA E. KENNEDY, CITY CLERK 
Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (ANNEXATION) ____+APPROPREATEON}-——- (GENERAL ) (SPECIAL) 
(ZONING) ORDINANCE RESOLUTION NO. de F 4 
on the / PAC day of M Éc) ee 
4 garet SEAL 
arana A A wart Beba 
SANDRA E. KENNEDY, CITY CLERK gf PRESIDING OFFICER 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
„Gal day of A peated En ee Rg d 


at the hour of 


Approved and signed by me this AN: day 
of Nance , 19 D , at hour of K-32 
o'clock A Mi ,E.S.T. 


au ae 


PAUL HELMKE, MAYOR 


WATERWARE 


A CORPORATION SERVING THE WATERWORKS INDUSTRY 2502 EDGEMONT STREET 
P.O. BOX 3609 
oa ee , PE A PA 19125 
REG eli 


fae 215-426-5225 


0CT 99 EAX: 215-739-1729 


October 15, 1997 WATER RESOURCES 
ENGINEERING 


The City of Fort Wayne 
One Main Street 
Fort Wayne IN 46802 


SUBJECT: RESOLUTION NO. 553-1997 
REHABILITATION OF SEWER REGULATORS 


M/M: 


Waterware is the successor company to Brown & Brown, Inc. with all drawings, patterns 
and rights to produce the Brown & Brown Regulator and related parts. 


Waterware is the sole authorized manufacturer and remanufacturer of this regulator. 
Very truly yours, 
WATERWARE 


Gn 


his S. Byrnes 
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BILL NO. S-97-10-21 
REPORT OF THE COMMITTEE ON CITY UTILITIES 
CLETUS R. EDMONDS - MARTIN A. BENDER = CO-CHAIR 
ALL COUNCIL MEMBERS 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RE SOOOKXIOM _ approving the awarding of 
I.T.B. #7510-REHABILITATION OF SEWER REGULATOR i 
Indiana, by and through its Department of Pur i ERWARF CORPORATION- 


for the Water Pollution Control Engineering D 


HAVE HAD SAID (ORDINANCE) (RESOKEDOGQN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (KS OX AK KOK 


PASS DO NOT PASS ABSTAIN NO REC 


DATED: 7 oo es 


Sandra E. Kennedy 
Crey "Clerk 


